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USB LED-Safety Light Universal 


« mit Clip für alle gängigen Rohrdurchmesser 
« mit Klettband für z.B. Helmbefestigung 

« inkl. USB-Ladekabel 

« mit deutschem Prüfzeichen 


# 190 411 01 
VE = 10/100 Stück 


USB LED-Safety Light Universal 


« with clip for seat post assembling, toolless 
« mit Velcro® tape for helmet mounting 

« inc. USB-kable 

« with German homologation 


# 190 411 01 
Unit = 10/100 pieces 


2 LED-Rücklicht 


« 2x0,2 Watt LEDs 

« mit Halterung für Sattelstützen von 25,4-31,8 mm 
° inkl. Batterien 2XxAAA 

+ mit deutschem Prüfzeichen 


# 190 412 01 
VE = 20/60 Stück 


2 LED rearlight 


* 2x0,2 Watt LEDs 

« with clip for seat post assembling from 25,4-31,8 mm 
« incl. batteries 2xAAA 

« with German homologation 


# 190 412 01 
Unit = 20/60 pieces 
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